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ST. ANTHONY SCHOOL 


'The advertisers in this souvenir are our friends. 
Patronize them whenever possible. 


Brief History uf St. Anthony and Margaret 
Parish, Alluuez, Superior, Wisconsin 


12 1913 the late Rt. Rev. Joseph M. Koudelka, Bishop of Su- 
perior, a-sisted by the Very Rev. Provincial Samuel Macke, 
О. Е. M., secured a Franciscan Father. Rev. Rudolph Hanssens, 
from Belgium, to administer to the growing needs of the Bel- 
gian people residing in the vicinity of Allouez. Rev. Father 
Eustace Vollmer, O. F. M., who was pastor of St. Francis 
Xavier parish from 1882-1915, with ^is friendly ways and love 
for souls. had taken care of them. Surmounting many diffi- 
culties and with untiring zeal Rev. Father Rudolph began the 
arduous tusk of establishing the new parish. The parish lim- 
its of St. Francis which extended from Central Park to Itasca, 
now Ру reason of this new congregation ended with the 
Nemadji River. 

The property, aequired and now owned by the Benjamin 
of the city parishes. comprises Block 45 on East Third Street 
and Block 46 on East Fourth Street, is the handsome gift of 
James Bardon and Emma Bardon. his wife. Five additional 
lots on Baltic Street were donated by Emma A. Corrigan, June 
2. 1916. The congregation was incorporated in accordance 
with the laws of Wisconsin, August 24, 1914, under the title 
of SS. Anthony and Margarita. 

In soliciting funds for the erection of the new church, Rev. 
Rudolph encountered many obstacles. The valiant priest, how- 
ever, conquered them all. In a short time the burden was con- 
sidered lightened and the financial condition of the parish, 
through the self-sacrificing labors of this Franciscan Father, 
was made entirely secure. 

It was his desire to establish а parochial school. Не 
shared with all Francisean Fathers the conviction that there 
should be а Catholic school in every Catholic parish. His de- 
sires, however, were not realized on account of existing condi- 
tions. In 1917 he relinquished the pastorate of Allouez and 
transferred his endeavors to other fields of the Lord's Vine- 
yard. с 

In the same year Rev. Francis Bertram, secretary to the 
late Rt. Rev. Bishop J. M. Koudelka, took temporary charge of 


"vHIH38 SIONVHA AIS и а SN3SSNVH нНалсапч лэн 


the congregation. His administration, distinguished by exec- 
utive ability and thoroughness, soon won for him the hearts of 
the entire parish. The English speaking Catholics, who lived 
within the confines of the parish, with episcopal approval and 
under the guidance of Father Bertram in perfect harmony 
joined their forces to the achievements of the Belgians. 

Working thus hand in hand, the congregation, comprising 
then about 400 souls, looked forward to а bright future when 
their hopes for a Catholic school and a resident pastor, who 
could give them his undivided attention would be realized. 

Father Bertram in the following year was appointed pas- 
tor of St. Mary's Church of Rhinelander, Wisconsin, and the 
Rev. William J. Kubelbeck was placed in charge of the Allouez 
parish. The congregation was beginning to reap the fruits of 
the arduous labors of its founder, Father Rudolph, and the effi- 
cient administration of Father Bertram and thus it began to 
grow and flourish. Soon the parishioners raised sufficient 
funds to build a suitable residence for the priest and in the 
course of one year built and furnished the $8,000.00 Rectory. 
To realize their hearts’ desire, the Parochial School. they con- 
tributed generously and raised over $6,000.00 in their first 
campaign. This fund in four years increased to over $12,- 
000,00. At а meeting in the spring of 1925 the congregation 
gave their unanimous consent to the building of the school and 
cheerfully voted to expend the sum of $42.000.00 for the pro- 
ject. The parish thereby assumed a debt of $22,000.00. "This 
burden, resting on willing shoulders, is a light and easy one, 
for the contributors, by their sacrifices and liberal donations, 
render it a work well worth the efforts expended. 

The new eight room school was opened September l4th 
with an enrollment of 98 children in four grades. The remain- 
ing four grades will be added in 1926. 

As teachers, the parish was fortunate in securing three 
Sisters of the Community of the Franciscan Sisters of Perpet- 
ual Adoration and two rooms of the school have been tempor- 
arily set aside for them and fittingly furnished. 

The parish may well be proud of their school which though 
modern in every way is the result of а true Christian spirit 
that never grows old in the hearts of the faithful A spirit 
which since the dawn of Christianity has inspired the Church. 
Ever mindful of her divine commission “Со teach all nations," 
she gathers her children around her, feeling that the “опе 
thing necessary"—Religion, not exclusive of others such ав 
learning, ability and skill, is the supreme coordination principle 
in education as it is in life. 

The new school was dedicated October 25th by the Rt. Rev. 
Joseph G. Pinten, under whose cheerful and guiding hand the 
building was erected. On this occasion the clergy of the city 
was present and the dedication sermon was delivered by the 
Rev. Francis Bertram. 
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Benefactors Who Have Contributed $25. ! 
or More to St. Anthony School 


А» 5s mbeau, М. Р, V 


!oneau, В. V 
Аг eneau, 4. ^ 
Bakker, А. i 
Byrne, 4.4. b” 
Batz Р. я 
Инено, J. «^ 
ИБ skmner, J. 
ес, А. 


Bleyenbergh, F 
Bolles, Mrs. F. H. 
Bleskan, M. 
Cass, T. J. 
Chandler, К. E. 
Caelvert, Mrs. A. 
Cole, A. 

Conness, W. J. 
Conness, Mrs. W. J. 
Casey, J. J.- 
Casey, F. 
DeBruyne, H. 
DeMol, C. 
hDebbolaere, А, 
Desimple, S. 

De Graef, P. 
Diotte, A. H. 

De Cock, M. 
Dhooge, E.. 
Dolan, J. 
Durnorcon, E. 

De Baets, E 

De Block, E. 

De Sehryner, E. 
Dooher, Mrs. R. 
De Vos, V. 
Gottelaere, J. 
Elewaut, B. 

Hall, R. S. 
Herbert, Mrs. W. 


Harrington, D. 
Hendricks, T. 
М ytens, Р, 
Jaeques, L. 
Johnson, L. 
Kastern. H. 
Lapere, А. И. 
Lams, У. 

Т.а Уегре, А. 


La Verge, Mrs. А. 


Leyn, А. 
Leazoit. W. 
Lozon, J. 
Lozon, P. J. 
McIntyre, M. 
MeMahon, M. 
Martin, Leona 
Megawa, J. 
Meys, E. 
Murray, J. 


Massenhoven, C. 


Megawa, Verda 
Megawa, John 
MeCabe Agency 
Neart, G. 
Nuttenbaert, J. 
Nixon, D. 
Nieol, J. E. 
O'Brien Family 
O'Brien, W. 
O'Brien, J. 
Ozaer, C. 
Pelletier, A. J. 
Paquette, F. A. 
Pauwels, J. 


Philbrook, W. J. 


Pittens, A. 
Parenteau, C. 
Romboer, J. 


Ryan, T. J. 

Roan, J. 

Raes, A. 

Shears, C. 

Smet, L. 

Scherman, Mrs. E. 
Sullivan, A. E. 
Sullivan, Lilah 
Sullivan, Mae 
Sullivan, Mrs. G. A. 
Speakes, Lime Co. 
Tiebosch, J. 
Thoorsell, Mrs. С. 
Timbers, 5. 

Van den Berghe, F. 
Van den Berghe, J. 
Vandriesche, E. 

Van Rossen, T. 
Vriesacher, 4. 

Van Massenhoven, А. 
Vergauwen, А. 
Venner, W. 
Vercammon, Е. 
Vogel, J. J. 

Van Gruesven, E. 
Vandamme, F. 
Vanlandschoot, J. 
Want, F. 

Want, E. 
Wassenhoven, T. 
Wassenhove, G. 
Wassenhove, Mary 
Westerwell, Mrs. P. 
Westerwell, Susan 
Williams, M. C. 
Wright, J. 

Zormaier, J. H. 
Kubelbeck, Rev. W. J. 
Weber, Rt. Rev. C. J. 
Koudelka, Rt. Rev. J. M. 


JOHN O. BACH, Architect and Structural Engineer 


1111 Tower Avenue, Superior, Wis. 


COMPLIMENTS OF THE 


Superior State Bank 


C. S, KNOX, President B. M. PEYTON, Manager 
J. В. COLBECK, Vice President С. А. GRAY, Cashier 


East End, Superior, Wisconsin ` 
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Selected to Install Good Buildings 
Deserve 
d Good Hardware 


Ventilating System 


We Furnished 


А. E. HOLMES & BRO. The Hardware | 
COMPANY ` ` SE 
دي‎ mS Ave. | rab | 


WE KELLEY-DULUTH ` ` 


Roofing Sheet Metal Work : HARDWARE 
Heating an d Ventilating i Superior St, DULUTH, MINN 


| 
| 
Where People Shop for Quality. | 
| 


*NATIONAL" 


QUALITY SCHOOL EQUIPMENT 


No. 101 We appreciate the opportunity of 
supplying the new St. Anthony 
School with National Semi-Steel 
Desks. 


The construction of these desks 
insures absolute rigidity, а very 
essential feature, and the propor- 
tions are unusually graceful, giv- 
ing it а most. beautiful appearance 
in the schoo! room. 


Seat zou! Baek are so shaped к= ts conform hygienically 
to the human figure keeping the pupil's body in a correct 
hi wienic position. 

General Catalog on request, 


The National School Equipment Co. 


PORT WASHINGTON, WISCONSIN 


Itasca Garage JOHN GOTELAERE 


MARCEAU & EHRSTROM | 

. FIRST CLASS SHOE 
| General Repairing, | REPAIRING 
| Accessories, Oil, | 


| Gas, Tires | 
| г Let Us Do Your Work 


Sub-Dealers for 


------ 


Overland and Willys- . 3803 E. Second St. 
Knight Cars | Phone: East 104-J 


| The following materials used in the erection of this fine school 
| building were furnished by us: 


LUMBER, MAPLE FLOORING, HEAVY HARD- 
| WARE, SAND, GRAVEL, and 
| BUILDING PAPER 


& Supply Co. 


Office and Yards: 54th St. and Butler Ave. 


| 
| Campbell Lumber 


rm | Ав usual, we were 
. TOWER FLORAL Co. selected to do the WOODWORK 


in this beautiful new 


| SE 


ASHBYS' Building 
س‎ Let us carry out 
FLOWERS OF QUALITY : your ideas 
1428 Tower Ave. i Superior Sash & Door | 
Phone: Broad 456 | Сотрапу | 


Cor. Winter and Baxter 


McKEAGUE B 
PRINTING | "'SUPPLY ү 
Northern Block, East End 


SUPERIOR, WIS. i 
Phone: East 385 i A. R. Hallam K. E. Hallam 


ALLOUEZ BRANCH, Inc. 


| — ---- ----- — 
O'Brien & Paquette 
NORTHWESTERN ОП, CO. 


Цазеа Station, Superior, Wis. 
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HIGH GRADE 
PETROLEUM 
PRODUCTS 


5 : Д Your Patronage Respectfully 
service Station Solicited 


ALLOUEZ GARAGE. 


9 St. 39th Ave. ANTON MEGALSKI, 
nd st and 39t Our Distributors in Allouez 


at 
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You are | Е. D. PRIEST 
| invited to Visit Our Druggist 
| хл Boome SUPERIOR, WISCONSIN 
| East End 
b. 


BILLIARD ROOM and 
BARBER SHOP 


| | Crane Company 
102 Lake Ave. So., 


| DULUTH, MINN. 
| S. McCUTCHEON, Prop. 


3825 East Second Street 


BARBER SHOP | Compliments of 
: ARCHIE JACQUES 
CONFECTIONERY 

and GROCERIES 


4301 East Second St.. 
ALLOUEZ, WIS. 


“Let George Do It" 


3809 E. Itasca St. 
GEORGE THUM 


г PH) fen Ham o 


УНИИ Ва TITTEN actin aem GET 


THE OLD RELIABLE 


Bank of Commerce 


Established 1888 


in Business Here Over Thirty-five Years 
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HEYTENS BROTHERS ; Dry Goods, Notions, and 


Hardware and Feed : Men's Furnishings 


иинин" 


3827-29 Цазса St. :From 


MRS. P. F. URBANIAK 
3823 E. Second St. 


G. HEYTENS. 


EU 
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J. К. BLYENBERG 


8811 East Itasca St., 
Superior, Wis. 


E. HAWARDEN 
Ice—Coal 


SOFT DRINK PARLOR STORAGE 


ИО 


Enjoy Life With Good Furniture! 


Marvelous Three-Piece Suits in Velour or Mohair now at $195.00 


Furniture 
Rugs 
Stoves 
Bedding 
Washing 
Machines 


) Here is a beautiful overstuifed living room suite that combines luxury with 

| low price. It is one of the very newest designs on our floor, having graceful roll 

| arms and being upholstered over hundreds of little coil springs that provide the 
let word in comfort. 


We sell FURNITURE, RUGS, STOVES, BEDDING, and WASHING MACHINES 
Cash if you have it. f'redit if you need jt. 


Next to Water, 
‘Light p Paver WINKELS " 1512 Tower Ave. 
Company 
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SEE THE 


Electric Appliances 


zn SPEAKES 


| EC | COMP ANY 
| Pleasure | ABOUT YOUR 
| BUILDING 


| Inexpensive to Buy and 


to Operate | MATERIALS 


SUPERIOR WATER, LIGHT and г 
& POWER 00. COAL 


1516-18-20 Tower Ave. Telephone: Broad 80: 


| 


ALLOUEZ PHARMACY | > SODA 
F. J. IDZIOREK, Pharmacist | HUOT-SULLIVAN 


| 
| 
| 
| 


3817 E. Itasca St. ! 1418 Tower Ave. 
| Telephone: East 52 ; LUNCH ICE CREAM 
i 
| 
J. LOZON 


| 


WASSUM'S BAKERY | 
Draying, Coal and 
3809 East Second St. | Wood 


Phone: East 210 d 3819 E. Second St. 
: Phone: East 351-J 


АЙ Wiring and Electric Fixtures | 
in the Building 


Installed by 


Benson Electric Company 
Grand Ave. and Third St. Broad 1123 


1 
|| 


ANSELL BROS. 


With Two Leading Stores COMPLIMENTS 
Groceries and Meats т 
SEVENTH ST. MARKET J. E. NICOL 
105 Tower Ave. Broad 77 FUNERAL. DIRECTOR 
CAPITOL MARKET 
1217 Tower Ave. Broad 803 1314 Ogden Avenue 
^ expect Quality and Service: Superior, Wis. 


» what we give you for less 
теу. Come in and see us or call Phone: Broad 847 


WE DELIVER 


Р. Ј. Ekstrand, President 
B. H. Ober, Sec'y & Treas. 


So. Superior Motor Co. ү, mm 
Distributors for American 


PACKARD, ` Heating Company 


HUDSON Heating and 
ESSEX ; Ventilating Engineers 
City Sales and Contractors 
5 MBING AND PIPE 
1517 Tower Ave. PLU um iD 


2 Е 
Garage апа Service, . 298 W. Michigan St., 
5823 Tower Ave. e DULUTH, MINNESOTA 


1813-1815 Winter St., 
SUPERIOR, WISCONSIN 
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ALLOUEZ GARAGE  METZGER'S MARKET 


Now ünd ег Wholesale and Retail 


: MEATS, FISH, POULTRY, 
Management o CHEESE, SEA FOODS 


MERRELL and MeMAHON : ins Tower Аус 


